PPP 


Part Number 
D350-602-014 
Box Part Number I MBX1 02B / T IDimension 
1101 
3/4" x 32 3/4" x 191 


Description 
Heli-Utility-Pod 
RH 
Other Packaging 
1 
MF6431 
I 


Logo Decals 
I 1 
_ 
___ 
t 


Packaging 
Instructions 
and Oecal Placement 


0350-602-014 
Inside of pod, apply D2729-1 inside of top portion of lid. Place a piece of foam at bottom of pod, place 
K10002 kit with paper work and insert within the middle of the pod. Cover the rubber latches in foam (do not 
secure latches). 
Place (3) MF6431 at the bottom of the box, 1 piece at each end and a piece in the middle. 
Mark outside of the box where the foams are placed. 
Insert pod and put (3) MF6431 on top of the pod, 
corresponding 
with the bottom portions. 
Close box, apply strapping in the same position as the foams, 
which have been previously 
marked _outside of the box. Apply Dart tape lengthwise. 
Apply clear tape 
over strapping. 
Apply label D2729-3 as per instructions 
in aSI 014, section 4.5. 


02729-1 


Inside of Lid 


02729-1 
02729-3 


BIN: BXXXXX 


HEll-UTILITY-POD 


PIIN: 0350-602-014 
CHG002 


Dart Aerospace Ltd. 
1270 Aberdeen 
Street 
Hawkesbury, 
ON 
K6A 1K7 
CANADA 
TEL.: 1 613632-5200 
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